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NARA RG104, Entry 1, Box 146 


[Abstract:] Complains that charcoal has been removed & vault taken for some other purpose... 


Mint of the United States at Philadelphia, Pa., 
Engraver’s Department, 
July 13, 1887 


Sir 


I have been called upon to report the material on hand in this Department, I find the 
charcoal has been all removed and the vault taken for some other purpose without my consent or 
knowledge, it being only by accident I learned these facts this morning. I therefore can report as 
to Steel only, leaving whoever was authorized to take possession of my material to account for 
the same. 


Very respectfully, 
Chas. E. Barber 
Engraver 


Hon. Daniel M. Fox 
Superintendent 


